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Abscess(es), CNS, 749-752 
epidural, cranial, 931-932 
Acute sphenoid sinusitis, medicolegal is- 
sues related to, 201-202 
Agency for Health Care Policy and Re- 
search Panel decisions, 181-185 
control of bias, 183 
methodology, 182 
original agreement, 181-182 
panel agreements, 183-184 
panel meetings, 184-185 
Aging, effects of, 33-34 
AIDS dementia complex, 861-881 
clinical features, 861-864 
diagnostic approach to, 875-876 
disorders coexisting with, 862 
histopathology of, 868-869 
investigations in, 865-868 
natural history of, 864-865 
neuropathology of, 868-870 
pathogenesis, 870-871 
prevalence, 864 
prevention, 875 
risk factors for, 874-875 
signs and symptoms, 861-862 
staging of, 863-864 
treatment, 871-874 
unusual presentations, 863 
Allergic reactions, 901-910 
AmBisome, for CNS fungal infections, 772 
Aminoglycoside(s), CNS penetration of, 
892 


Amphotericin B, for CNS fungal infections, 
770-771 

Amphotericin B colloidal dispersion, for 
CNS fungal infections, 772 

Amphotericin B lipid complex, for CNS 
fungal infections, 772 

Analgesic(s), for headache, medicolegal 
issues related to, 197-199 

Angiitis, granulomatous, 911-912 

Anterior compartmental syndrome, of leg, 
588-591 

Anterior instrumented fusion, for low back 
pain, 126 

Anterior interosseous nerve, anatomy of, 
409 

Anterior interosseous syndrome, 554-555 

Anterior lumbar interbody fusion, for low 
back pain, 126-127 

Antibody tests, in CNS infection, 678-679 

Antifungal agents, CNS penetration of, 892 

Antigen tests, in CNS infection, 676-678 

Anti-infective agents, CNS penentration of, 
887-896 

Antiretroviral agents, CNS penetration of, 
893 

Antituberculosis agents, CNS penetration 
of, 893 

Arousal(s), disorders of, and human vio- 
lence, medicolegal issues related to, 
218 

nedicolegal issues related to, 216-217 
pathophysiology, 217-218 
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Arterial-Doppler flow studies, in disputed 
thoracic outlet syndrome evaluation, 
491 
Arthrodesis, for low back pain, 121-124 
laparoscopic, for low back pain, 127 
Arthropod-borne encephalitis, 818-821 
Asphyxia, birth, cerebral palsy caused by, 
medicolegal issues related to, 284- 
285 
Autoimmune disorders, coagulation factors 
and, cerebral palsy caused by, 
medicolegal issues related to, 288 
Avascular necrosis, steroids and, medico- 
legal issues related to, 204-205 
Axillary neuropathy, 535-539 
anatomy related to, 535-536 
causes, 538 
clinical presentation, 536 
differential diagnosis, 537 
electrophysiology of, 537 
injuries of, anatomy related to, 535-536 
management, 538-539 
prognosis, 539 


Back pain, low. See Low back pain. 

Bacterial meningitis, 711-735 
epidemiology, recent trends in, 713-715 
future directions in, 729-730 
group B streptococcus and, 722-724 
Haemophilus influenzae and, 719-721 
Listeria monocytogenes and, 721-722 
Neisseria meningitidis and, 724-726 
pathogenesis, 711-713 
pathogen-specific information related to, 

716-726 
Streptococcus pneumoniae and, 716-719 
treatment, empiric and pathogen-specific, 
726-729 

Band syndrome, 478-483. See also Thoracic 

outlet syndromes, classic neurologic. 

Behcet's disease, 915-917 

Beta-lactams, CNS penetration of, 887-892 

Biological markers, in neurologic illness di- 

agnosis, 271, 273 
Biomechanic(s), and pain, 30-33 
injury, 20-27 
spinal, clinical relevance of, 17-41 
research on, future directions in, 34-35 
Biomechanical testing, 27-30 
Biopsychosocial factors, low back pain 
caused by, 59-60 

Birth, malpractice at, neurologically im- 
paired child and, medicolegal issues 
related to, 283-293. See also Neurol- 
ogically impaired child, and alleged mal- 
practice at birth. 


multiple, cerebral palsy caused by, medi- 
colegal issues related to, 287-288 
Birth asphyxia, cerebral palsy caused by, 
medicolegal issues related to, 284- 
285 
Bone(s), of spine, 4 
Boston University Environmental Neurol- 
ogy Assessment (BUENA), in neuro- 
logic illness diagnosis, 273-274 
Bovine spongiform encephalopathy, 848- 
855 
Brain death, 295-301 
accommodating dissent in, medicolegal 
issues related to, 300-301 
conceptual disagreement in, medicolegal 
issues related to, 299-301 
erroneous diagnosis, 296-299 
criteria for, 296-297 
in brain death diagnosis, synopsis, 304— 
305 
legislative / political redefinition of, 302- 
medicolegal issues related to, 295-306 
self-definition of, 301-302 
unconsciousness as, medicolegal issues 
related to, 301-302 
Burden of proof, in neurologic malpractice, 
348-349 


C7 (and C8) radiculopathy, 518-519 
Calcaneal neuropathy, 608 
Carcinomatosis, meningeal, metastatic, 
923-925 
Carpal tunnel syndrome, 550-553 
surgery for, authors preferred methods, 


complications, 553 
indications, 551 
options, 551-552 
postoperative care, 553 
Causation, defined, 349 
in neurologic malpractice, 349 
Central nervous system (CNS), drug pene- 
tration into, 883-900. See also Drug 
penetration, CNS. 
fungal infections of, 761-781. See also 
Fungal infections, CNS. 
in rickettsial diseases, 801-812 
spirochetal infection of, 783-800. See also 
Lyme disease. 
Central nervous system (CNS) infections, 
CMV, diagnosis of, CSF testing in, 
683 
diagnosis of, CSF testing in, 675-689 
antibody test, 678-679 
antigen test, 676-678 
conventional, 676 
culture in, 676 








polymerase chain reaction, 679-685 
prions in, 676-678 
disorders mimicking, 901-941 
allergic reactions, 901-910 
hypersensitivity reactions, 901-910 
enteroviruses, diagnosis of, CSF testing 
in, 684-685 
Epstein-Barr virus, diagnosis of, CSF 
testing in, 683-684 
herpes simplex virus, diagnosis of, CSF 
testing in, 683 
herpesviruses, diagnosis of, CSF testing 
in, 682-685 
JC virus, diagnosis of, CSF testing in, 684 
mycobacterium tuberculosis hominis, di- 
agnosis of, CSF testing in, 684 
varicella zoster virus, diagnosis of, CSF 
testing in 
Whipple’s disease, diagnosis of, CSF test- 
ing in, 685 
Central nervous system (CNS) tuberculosis, 
737-759. See also Tuberculosis, CNS. 
Central pain centers, 13 
Cerebral palsy, and alleged malpractice at 
birth, medicolegal issues related to, 
283-293 
neurologist as expert witness, 288-291 
causes, 284—288 
Cerebrospinal fluid (CSF) testing, in CNS 
infection, 675-689. See also Central 
nervous system (CNS) infections, diag- 
nosis of, CSF testing in. 
Cervical radiculopathies, neurophysiolgoic 
findings in, 67-68 
Cervical rib syndrome, 478-483. See also 
Thoracic outlet syndromes, classic neu- 
rologic. 
Chemonucleolysis, decompressive spinal 
surgery for, 120-121 
Chronicity, development of, effect of psy- 
chosocial variables on, 158-160 
prediction in, strategies in, 152-153 
CMV. See Cytomegalovirus (CMV). 
Coagulation factors, and autoimmune dis- 
orders, cerebral palsy caused by, 
medicolegal issues related to, 288 
Collagen vascular diseases, 910-921 
Colloidal dispersion, for CNS fungal infec- 
tions, 772 
Computed tomography (CT), in disputed 
thoracic outlet syndrome evaluation, 
491 
Computer(s), medical records confidential- 
ity affected by, medicolegal issues 
related to, 310-311 
Confidentiality, health care fraud and, 
medicolegal issues related to, 330 
in genetic testing, medicolegal issues re- 
lated to, 262-265 


CUMULATIVE INDEX 1999 945 


medical records. See also Medical records 
confidentiality, medicolegal issues re- 
lated to. 
medicolegal issues related to, 307-313 
Confusional arousals, medicolegal issues 
related to, 216-217 
Consent, informed. See Informed consent. 
Convulsive syncope, medicolegal issues re- 
lated to, 249-250 
Coping ability, as predictor variable, 156- 
157 
Cranial epidural abscess, 931-932 
Creutzfeldt—Jakob disease, 838-840 
familial, 840 
iatrogenic, 841-842 
new variant, 848-855 
CSF. See Cerebrospinal fluid (CSF). 
Cubital tunnel syndrome, 556-558 
Cyst(s), rupture of, 920-921 
Cytomegalovirus (CMV), 825-827 
clinical presentation, 826 
CSF testing in, 683 
diagnosis, 826 
pathogenesis, 826 
treatment, 827 


Damage(s), in neurologic malpractice, de- 
termination of, 349-350 
Decompression, for low back pain, 114-121 
Deposition(s), in lawsuit, 338-339 
Diabetes mellitus, femoral neuropathies 
caused by, 639 
Disability(ies), low back pain-related, 167- 
178. See also Low back pain, disability 
caused by. 
Disc(s), intervertebral, 2-3 
low back pain caused by, 55-56 
Disc protrusion, decompressive spinal sur- 
gery for, 115-117 
Discectomy, percutaneous, decompressive 
spinal surgery for, 120 
Discotomy, decompressive spinal surgery 
for, 118-119 
Discovery process in lawsuit, 337-339 
Distal median neuropathies, 407-424 
anatomy related to, 407-410 
causes, 420-421 
clinical presentation, 410-412 
differential diagnosis, 419-420 
electrophysiology of, 412-419 
management, 421-423 
NEMG in, 418-419 
prognosis, 423 
Documentation, medicolegal issues related 
to, 371-381 
handwriting, 372-373 
medical record maintenance, 371-372 
record tampering, 374-377 
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Dorsal root ganglia, 4—5 Employment, epilepsy and, 238-242 
pain and, 12 Encephalitis, 813-833 


Driving, epilepsy and, 235-238 
narcolepsy and, 225 
sleep apnea and, 225 
Drug penetration, CNS, 883-900 
aminoglycosides, 892 
antifungal agents, 893 
anti-infective agents, 887-896 
antiretroviral agents, 893 
antituberculosis agents, 893 
beta-lactams, 887-892 
biological and physical-chemical fac- 
tors in, 883-886 
clinical estimates of, 887 
fluoroquinolones, 892 
HIV-1 protease inhibitors, 894 
metronidazole, 893 
non-nucleoside reverse transcriptase 
inhibitors, 894 
nucleoside analog reverse transcriptase 
inhibitors, 894 
sulfamethoxazole, 892 
trimethoprim, 892 
vancomycin, 892 
Duramater, of spine, 4-5 


Eastern equine encephalitis, clinical presen- 


tation, 819-820 
Ehrlichiosis, 810 
Elbow, ulnar neuropathy at, 447-461 
anatomy related to, 447-449 
causes, 456 
clinical presentation, 449-450 
differential diagnosis, 456 
electrophysiology of, 450 
management, 457-458 
motor conduction studies in, 450-452 
NEMG in, 453 
prognosis, 458-459 
radiography in, 455-456 
sensory and mixed-conduction studies 
in, 454-455 
Electrical stimulation of nerve roots, for 
low back pain, 70 
Electromyography (EMG), for low back 
pain, 66-67 
in distal median neuropathy evaluation, 
412 
in sciatic neuropathy evaluation, 620-621 
in ulnar neuropathy at wrist evaluation, 
470-472 
needle. See Needle EMG. 
Electronic fetal monitoring, cerebral palsy 
caused by, medicolegal issues re- 
lated to, 285-286 
EMG. See Electromyography (EMG). 


arthropod-borne virus, 818-821 
clinical presentation, 818-820 
pathogenesis, 818 
CMV, 825-827 
described, 813 
diagnosis, 820-821 
eastern equine, clinical presentation, 
819-820 
HSV, clinical presentation, 815 
diagnosis, 815-817 
pathogenesis, 814-815 
treatment, 817-818 
in immunosuppressed patients, 822 
Japanese B, clinical presentation, 819 
measles, 827 
St. Louis, clinical presentation, 819 
treatment, 821 
Venezuelan equine, clinical presentation, 
820 
western equine, clinical presentation, 820 


Encephalomyelitis, acute disseminated, 


901-904 

clinical features, 902-903 

diagnosis, 904 

epidemiology, 901-902 

laboratory features, 903-904 

pathogenesis, 902 

pathology of, 902 

prognosis, 904 

treatment, 904 
postinfectious, 828-830 


Encephalopathy(ies), acute toxic, 904-905 


spongiform, bovine, 848-855 
subacute, 836-848 
acquired, 841-842 
animal, 842 
familial, 840-841 
human, 837-842 
transmission of, 843-844 

nature of, 844-847 
transmission of, 842-848 


Endocrine conditions, low back pain 


caused by, 53-54 


Enterovirus(es), 827-828 


CSF testing in, 684-685 


Entrapment by anterior interosseous nerve, 


436-438 


Entrapment neuropathies, of tibial nerve, 


593-615. See also Tibial nerve, entrap- 
ment neuropathies of. 


Epidural abscess, cranial, 931-932 
Epilepsy, driving and, 235-238 


employment and, 238-242 
legal aspects of, 235-243 


Epilepsy defense, pseudoseizures and, 250 


seizures and, 247-249 
syncope and, 249-250 





violence and, 245-255 
case analysis, 250 
case histories, 245-247, 251-252 
expert testimony guidelines, 252-253 
Epstein-Barr virus (EBV), 824 
CSF testing in, 683-684 
diagnosis, 824 
treatment, 824 
Ethic(s), in expert witness testimony, 359- 
360 
Exercise(s), defined, 80 
for low back pain, 80-83 
Expert witness, criteria for, 363-364 
judge’s role with respect to, 357-359 
neurologist as, cerebral palsy caused by, 
medicolegal issues related to, 288- 
291 
role of, 356-357 
Expert witness testimony, 355-362 
adding to pool of available, 360 
ethical issues in, 359-360 
expert witness's role in, 356-357 
judge’s role with respect to expert wit- 
ness, 357-359 
logistics of, 355-356 
medical organizations oversight in, 364- 
366 
peer review process in, 366-367 
physician immunity in, 367-368 
update on, 363-369 


Facet joints, low back pain caused by, 57 
Facial nerve palsy, in Lyme disease, 785 
Fascia, of spine, 4 
Femoral nerve, anatomy of, 633-634 
Femoral neuropathies, 633-653 
anatomy related to, 633-634 
causes, 636-640 
clinical presentation, 634-635 
differential diagnosis, 636 
electrophysiology of, 635-636 
management, 640 
prognosis, 640-641 
Fever, relapsing, 795-797. See also Relaps- 
ing fever. 
Fluconazole, for CNS fungal infections, 772 
Flucytosine, for CNS fungal infections, 
771-772 
Fluoroquinolone(s), CNS penetration of, 
892 
Fraud, health care-related, medicolegal is- 
sues related to, 321-333. See also 
Health care fraud, medicolegal issues re- 
lated to. 
Fraud and Abuse Program, medicolegal is- 
sues related to, 325-326 
revisions to current sanctions, 326-328 


CUMULATIVE INDEX 1999 947 


Functional capacity testing, for low back 
pain, 137-138 
Fungal infections, CNS, 761-781 
clinical presentations, 763-764 
CSF examination in, 767-768 
cultures in, 768-769 
diagnosis, 770 
geographic exposure to, 764—765 
increased ICP in, management, 773- 
4/ 
laboratory tests in, 767 
management, 770-777 
outcome of, 777 
pathogenesis, 761-762 
prevalence, 761-762 
radiologic tests in, 766-767 
risk factors for, 765 
serologic tests in, 769-770 
systemic disease with, 765 
workup for, 763-770 
Fusion(s), anterior instrumented, for low 
back pain, 126 
anterior lumbar interbody, for low back 
pain, 126-127 
posterior instrumented, for low back 
pain, 125 
posterior lumbar interbody, for low back 
pain, 125 
posterolateral noninstrumented, for low 
back pain, 124-125 
360-degree, for low back pain, 127-128 
F-wave studies, for low back pain, 67 


Ganglion(a), dorsal root, 4-5 
pain and, 12 
Genetic testing, confidentiality in, medico- 
legal issues related to, 262-265 
informed consent in, medicolegal issues 
related to, 262-265 
Genitofemoral nerve, anatomy of, 661-662 
injuries of, 6° 1-663 
anatomy related to, 661-662 
causes, 662 
clinical presentation, 662 
differential diagnosis, 662 
electrophysiology of, 662 
management, 663 
Gerstmann-Straussler—Scheinker disease, 
840-841 
Gliomatosis, meningeal, 926-927 
Granulomatosis, lymphomatoid, 921-923 


Haemophilus influenzae, bacterial meningitis 
caused by, 719-721 

Hallucination(s), hypnagogic, medicolegal 
issues related to, 219 
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Handwriting, medicolegal issues related to, 
372-373 
Headache(s), chronic, daily, imaging stud- 
ies for, medicolegal issues related to, 
205-206 
evaluation, lumbar puncture in, medico- 
legal issues related to, 206-208 
medicolegal issues related to, 197-213 
acute sphenoid sinusitis, 201-202 
analgesic dependency, 197-199 
litigational factors, 210 
prognosis, 210 
steroids, 204-205 
sumatriptan, cardiovascular risk asso- 
ciated with, 199-201 
posttraumatic, medicolegal issues related 
to, 208-209 
sentinel, medicolegal issues related to, 
202-204 
Health care fraud, administrative simplifi- 
cation, 328-329 
by type, 323 
civil monetary penalties, 327-328 
confidentiality issues and, medicolegal 
issues related to, 330 
defined, 321-322 
emerging forms of, example of, 324 
examples of, 322-323 
falsification or misrepresentation of cre- 
dentials and accomplishments, 329- 
330 
medicolegal issues related to, 321-333 
Health Insurance Portability and Ac- 
countability Act of 1996, 324-325 ° 
qui tams of, 332 
parties involved in, 323-324 
penumbra of, 330-331 
program for, medicolegal issues related 
to, 325-326 
revisions to criminal law, 328 
scope of problem in, 323 
Health Care Fraud and Abuse Data Collec- 
tion Program, establishment of, 327 
Health Insurance Portability and Accounta- 
bilty Act of 1996, medicolegal issues 
related to, 324-325 
Hematologic problems, low back pain 
caused by, 52-53 
Hematoma(s), femoral neuropathies caused 
by, 638-639 
Herpes simplex virus (HSV), CSF testing 
in, 683 
Herpes simplex virus (HSV) encephalitis, 
813-818. See also Encephalitis, HSV. 
Herpesvirus(es), CSF testing in, 682-685 
Herpesvirus-6, human, 825 
Hip(s), sciatic neuropathy of, 623-626 


HIV-1 protease inhibitors, CNS penetration 
of, 894 

H-reflex studies, for low back pain, 67 

HSV. See Herpes simplex virus (HSV). 

Human immunodeficiency virus (HIV) in- 
fection, neurosyphilis in, features, 
794 

Hypersensitivity reaction, 901-910 

Hypnagogic hallucinations, medicolegal is- 
sues related to, 219 


Iliacus pyomyositis, femoral neuropathies 
caused by, 639 
Ilioinguinal nerve, anatomy of, 659-660 
llioinguinal nerve entrapment, 659-661 
anatomy related to, 659-660 
causes, 661 
clinical presentation, 660 
differential diagnosis, 661 
electrophysiology of, 660 
management, 661 
Immunization, allergic responses to, 901 
Immunologic agents, effects on spine, 9-10 
Infection(s), cerebral palsy caused by, med- 
icolegal issues related to, 287 
CNS, allergic responses to, 901 
decompressive spinal surgery for, 114— 
115 
femoral neuropathies caused by, 639 
low back pain caused by, 52 
Inflammatory agents, effects on spine, 10 
Informed consent, defined, 347-348 
in genetic testing, medicolegal issues re- 
lated to, 262-265 
medicolegal issues related to, 373-374 
Insomnia, familial, fatal, 841 
Interdigital neuropathy, 608-611 
Intervertebral disc, 2-3 
low back pain caused by, 55-56 
Intracranial pressure, increased, lumbar 
punctures for, in CNS fungal infec- 
tions, 773-774 
Itraconazole, for CNS fungal infections, 772 


Japanese B encephalitis, clinical presenta- 
tion, 819 

JC virus, CSF testing in, 684 

Joint(s), facet, low back pain caused by, 57 

posterior facet, 3 

Joplin’s neuroma, 611-612 

Judge(s), role of with respect to expert wit- 
ness, 357-359 

Judgmental error, in brain death diagnosis, 
299 





La Crosse virus, clinical presentation, 818- 
819 
Laminectomy, classical, decompressive spi- 
nal surgery for, 118-119 
decompressive, 119-120 
Laparoscopic arthrodesis, for low back 
pain, 127 
Lateral femoral cutaneous syndrome, 655- 
656 
Lateral plantar neuropathy, 607-608 
Lawsuit(s), depositions, 338-339 
discovery process, 337-339 
notification of, 335-537 
trial testimony by physician defendant, 
339-342 
written interrogatories, 338 
Leg(s), anterior compartmental syndrome 
of, 588-591 
proximal sensory neuropathies of, 655- 
667 
causes, 658-659 
clinical presentation, 656-657 
differential diagnosis, 658 
electrophysiology of, 657-658 
management, 659 
prognosis, 659 
Leukoencephalitis, acute hemorrhagic, 905— 
907 
Liability, managed care, medicolegal issues 
related to, 315-319. See also Man- 
aged care liability, medicolegal issues re- 
lated to. 
Ligament(s), of spine, 4 
Ligament of Struthers compression, 433- 
435 
Limbic psychotic trigger reaction, sleep-re- 
lated, medicolegal issues related to, 
220 
Listeria monocytogenes, bacterial meningitis 
caused by, 721-722 
Long thoracic nerve, anatomy of, 525 
injuries of, 525-530 
anatomy related to, 525 
causes, 528-529 
clinical presentation, 525-527 
differential diagnosis, 527 
electrophysiology of, 527-528 
management, 529-530 
prognosis, 530 
Low back pain, biopsychosocial factors 
and, 59-60 
causes, 44—45 
chronic, psychological disturbance and, 
157-158 
tertiary care for, 140-142 
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clinical neurophysiologic studies, 65-74 
findings in, 67-69 
indications, 71-72 
types, 65-67, 69-71 
differential diagnosis, 43-63 
pattern recognition in, 48-60 
red flags in, 46-48 
disability compensation for, 160-163 
disability caused by, 167-178 
as construct, 175-176 
consultative physician's role in, 176- 
177 
private disability insurance for, 174- 
175 
psychosocial predictors of, 150-154 
Social Security disability insurance for, 
171-174 
treating physician's role in, 176 
electrical stimulation of nerve roots 
for, 70 
EMG for, 66-67 
endocrine problems and, 53-54 
facet joints and, 57 
for cervical radiculopathies, 67-68 
for lumbosacral radiculopathies, 68-69 
F-wave studies for, 67 
hematologic problems and, 52-53 
H-reflex studies for, 67 
infections and, 52 
intervertebral disc and, 55-56 
lumbar muscles and, 57-58 
lumbar spinal stenosis and, 57 
magnetic stimulation of nerve roots for, 
70-71 
mechanical causes, 55 
metabolic problems and, 53-54 
neoplastic disease and, 51-52 
nerve conduction studies for, 65-66 
nonspecific, 58-59 
paraspinal mapping for, 69 
physical deconditioning for, measure- 
ment of, 133-138 
physical therapy for, 75-89 
exercises, 80-83 
guidelines for, 77-79 
measurement of progress, 76-77 
physical modalities, 79-80 
pretreatment evaluation, 76 
treatment goals, 76 
physiologic concepts of, 1-15 
psychosocial issues related to, 149-166 
effect on treatment response, 158-160 
Minnesota Multiphasic Personality In- 
ventory as predictor variable, 154— 
158 
referred pain and, 54-55 
rehabilitation for, 131-147 
monitoring outcomes of, 142-143 
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Low back pain (continued ) 
psychological /economic/social barri- 
ers to recovery following, 138-139 
rheumatologic conditions and, 48-50 
sacroiliac joint and, 58 
SEPs for, 69-70 
spinal manipulation for, 91-111. See also 
Spinal manipulation, for low back pain. 
spondylolisthesis and, 58 
spondylolysis and, 58 
surgery for, 113-130 
anterior instrumented fusion, 126 
anterior lumbar interbody fusion, 126- 
127 
arthrodesis, 121-124 
decompressive, 114-121 
laparoscopic arthrodesis, 127 
limits of, 113-114 
options for, 124-128 
posterior instrumented fusion, 125 
posterior lumbar interbody fusion, for 
low back pain, 125 
posterolateral noninstrumented fusion, 
124-125 
360-degree fusion, 127-128 
treatment of, 179-192 
Agency for Health Care Policy and Re- 
search Panel decisions in, 181-185 
government agencies in, 189-190 
guidelines for, effects of, 190-191 
national basis for, 180 
professional basis for, 180-181 
methodology in, 185-186 
pitfalls in, 185-190 
special interest groups in, 186-189 
vascular problems and, 52-53 
workers’ compensation and, 168-171 
Lumbar muscles, low back pain caused 
by, 57-58 
Lumbar puncture, in headache evaluation, 
medicolegal issues related to, 206- 
208 
Lumbar spinal stenosis, low back pain 
caused by, 57 
Lumbosacral radiculopathies, neurophys- 
iologic findings in, 68-69 
Lyme disease, 783-800 
antibody tests in, 679 
causes, 783 
clinical manifestations, 784-787 
diagnosis, 787-789 
epidemiology, 783-784 
facial nerve palsy in, 785 
neuropathy in, 786 
neuropsychiatric illness in, 786-787 
persistent symptoms in, 790 
radiculitis in, 786 
treatment, 789-790 


Lyme meningitis, 785-786 

Lyme neuroborreliosis, 783-800. See also 
Lyme disease. 

Lymphomatoid granulomatosis, 921-923 


Magnetic resonance imaging (MRD), in dis- 
puted thoracic outlet syndrome eval- 
uation, 491 

Magnetic stimulation of nerve roots, for 
low back pain, 70-71 

Malignancy, meningeal, 923 

Malingering, sleep-related, medicolegal is- 
sues related to, 220 

Maloccurrence, case histories, 383-398 

Malpractice, case histories, 383-398 

defined, 345-347 
neurologic, 345-353 
acceptance of cases by patient’s attor- 
neys, 357-358 
burden of proof in, 348-349 
causation in, 349 
damage determination in, 349-350 
detailed records in, 352 
types of claims against neurologists, 
350-351 

Managed care liability, medicolegal issues 

related to, 315-319 
federal regulation, 317-318 
state regulation, 315-317 

Measles encephalitis, 827 

Meconium, cerebral palsy caused by, medi- 
colegal issues related to, 285 

Medial plantar neuropathy, 605-607 

Medial plantar proper digital nerve syn- 
drome, 611-612 

Median nerve, anatomy of, 407-410, 427- 
432, 549-550 

Median second lymbrical versus ulnar in- 
terossei distal motor latencies, in 
distal median neuropathy evalua- 
tion, 415 

Median versus radial thumb sensory laten- 
cies, in distal median neuropathy 
evaluation, 415, 417 

Median versus the ulnar palm-to-wrist 
mixed-nerve studies, in distal me- 
dian neuropathy evaluation, 415 

Median versus the ulnar wrist-to-digit 4 
sensory latency study, in distal me- 
dian neuropathy evaluation, 415 

Medical record maintenance, medicolegal 
issues related to, 371-372 

Medical records confidentiality, medico- 
legal issues related to, 307-313 

computers and, 310-311 
general considerations in, 308-309 





Medicolegal issues, 197-398. See also un- 
der specific issue, e.g., Headache(s). 
brain death-related, 295-306 
depositions, 338-339 
discovery process in, 337-339 
documentation, 371-381 
epilepsy and, 235-243 
violence-related, 245-255 
expert witness testimony, 355-362 
update on, 363-369 
headache-related, 197-213 
in movement disorders, 257-266 
managed care liability-related, 315-319 
medical records confidentiality-related, 
307-313 
neurologic malpractice, 345-353 
neurologically impaired child and al- 
leged malpractice at birth and, 283- 
293 
neurotoxicity tort cases-related, 267-281 
notification of lawsuit, 335-337 
sleep medicine-related, 215-234 
trial testimony by physician defendant, 
339-342 
Medicolegal issues written interrogatories, 
338 
Meningeal malignancy, 923 
Meningism, 930-931 
Meningitis, acute syphilitic, features, 793 
aseptic, clinical features, 698-699 
diagnostic approach to, 700 
origin of, 693-695 
prevention, 706—707 
therapeutic approach to, 705 
bacterial, 711-735. See also Bacterial men- 
ingitis. 
candidal, management, 776 
chemical, 918-920 
chronic, clinical features, 699 
diagnostic approach to, 701-704 
origin of, 697-698 
prevention, 707 
therapeutic approach to, 705-706 
classification of, 692 
clinical features, 698-699 
coccidioidal, antibody tests in, 679 
management, 775 
cryptococcal, management, 774 
defined, 691-692 
diagnostic approach to, 699-704 
drug-induced, 909-910 
epidemiology, 692-693 
histoplasmal, management, 775-776 
leukemic, 925-926 
Lyme, 785-786 
lymphomatous, 925 
origin of, 693-698 
overview of, 691-710 
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prevention, 706-707 
recurrent, clinical features, 699 
diagnostic approach to, 701 
origin of, 696-697 
prevention, 707 
therapeutic approach to, 705 
septic, clinical features, 699 
diagnostic approach to, 700-701 
origin of, 695 
prevention, 707 
therapeutic approach to, 705 
therapeutic approach to, 704-706 
tuberculous, 739-749 
clinical features, 739-741 
complications, 748-749 
CSF adenosine deaminase, 743 
CSF findings in, 741-743 
CSF polymerase chain reaction, 743- 
744 
CSF stain and culture, 743 
diagnosis, 742-745 
neuroimaging in, 744-745 
prognosis, 748 
treatment, 745-748 
Meningococcus, bacterial meningitis caused 
by, 724-726 
Meralgia paraesthetica, 655-656 
Metabolic conditions, low back pain caused 
by, 53-54 
Metastatic meningeal carcinomatosis, 923- 
925 
Metronidazole, CNS penetration of, 893 
Microdiscectomy, decompressive spinal 
surgery for, 120 
Minnesota Multiphasic Personality Inven- 
tory (MMPI), as predictor variable, 
154-158 
Modalities, defined, 79 
Morton’s neuroma, 608-611 
Motor conduction studies, in ulnar neurop- 
athy at elbow evaluation, 450-452 
Movement disorders, medicolegal issues 
related to, 257-266 
confidentiality in genetic testing, 262— 
265 
informed consent in genetic testing, 
262-265 
Parkinson’s disease, trauma and, 257- 
261 
Mucormycosis, rhinocerebral, management, 
776-777 
Multiple births, cerebral palsy caused by, 
medicolegal issues related to, 287- 
288 
Munchausen syndrome by proxy, sleep-re- 
lated, medicolegal issues related to, 
220 
Muscle(s), lumbar, low back pain caused 
by, 57-58 
of spine, 4 
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Musculocutaneous nerve, anatomy of, 539- 
540 
injuries of, 539-544 
anatomy related to, 539-540 
causes, 542-543 
clinical presentation, 540-541 
differential diagnosis, 541 
electrophysiology of, 541-542 
management, 543 
prognosis, 544 
Mycobacterium tuberculosis, pathophysiol- 
ogy, 737-739 
Mycobacterium tuberculosis hominis 
(MTB), CSF testing in, 684 


Narcolepsy, driving and, 225 
Needle EMG, in distal median neuropathy 
evaluation, 418-419 
in proximal median neuropathy evalua- 
tion, 438-439 
in radial neuropathy evaluation, 506 
in ulnar neuropathy at elbow evaluation, 
453 
Neisseria meningitidis, bacterial meningitis 
caused by, 724-726 
NEMG. See Needle EMG. 
Neoplastic diseases, CNS, 921-932 
Nerve conduction studies, for low back 
pain, 65-66 
in radial neuropathy evaluation, 504-506 
in sciatic neuropathy evaluation, 620-621 
Nerve entrapments, of upper extremity, 
549-565. See also Upper extrem- 
ity(ies), nerve entrapments of. 
Nerve root(s), electrical stimulation of, for 
low back pain, 70 
magnetic stimulation of, for low back 
pain, 70-71 
of spine, 4 
Nerve root compression, spinal, 8 
Neurochemical agents, effects on spine, 
10-11 
Neuroimaging, in disputed thoracic outlet 
syndrome evaluation, 491 
in neurologic illness diagnosis, 273 
Neurologic illness, clinical diagosis, admis- 
sibility of expert opinion in, 277-279 
biochemical diagnosis, 271, 273 
biological markers in, 271, 273 
Boston University Environmental Neu- 
rology Assessment, 273-274 
formulation of, 277 
medicolegal issues related to, 268-277 
neuroimaging in, 273 
neurologic examination, 269-270 
neurophysiologic assessment, 270-271 
neuropsychologic assessment, of expo- 
sure, 271 


time-exposure-symptoms line in, 274— 
277 
Neurologic malpractice, 345-353. See also 
Malpractice, neurologic. 
Neurologically impaired child, and alleged 
malpractice at birth, medicolegal is- 
sues related to, 283-293. See also Ce- 
rebral palsy, and alleged malpractice at 
birth, medicolegal issues related to. 
birth asphyxia, 284-285 
coagulation factors, 288 
electronic fetal monitoring, 285-286 
infections, 287 
meconium, 285 
multiple births, 287-288 
neurologist as expert witness and, 288- 
291 
postbirth observations, 286-287 
Neurologist(s), malpractice claims against, 
types of, 350-351 
Neuroma(s), Joplin’s, 611-612 
Morton’s, 608-611 
Neuropathy(ies), axillary. See Axillary neu- 
ropathy. 
distal median, 407-424. See also Distal 
median neuropathies. 
entrapment, of tibial nerve, 593-615. See 
also Tibial nerve, entrapment neuropa- 
thies of. 
femoral, 633-653. See also Femoral neu- 
ropathies. 
in Lyme disease, 786 
interdigital, 608-611 
peroneal, 567-591. See also Peroneal neu- 
ropathy. 
plantar, lateral, 607-608 
medial, 605-607 
posterior interosseous, 511-514 
proximal, of upper extremity, 525-548. 
See also Upper extremity(ies), proximal 
neuropathies of. 
proximal median, 425-445. See also Prox- 
imal median neuropathies. 
proximal sensory, 655-667. See also 
Leg(s), proximal sensory neuropathies 
of. 
radial, 499-523. See also Radial neuropa- 
thy. 
saphenous, 641-644. See also Saphenous 
neuropathies. 
sural, 612-613 
ulnar, at elbow, 447-461. See also Elbow, 
ulnar neuropathy at. 
Neurosyphilis, 790-795 
antibody tests in, 678-679 
asymptomatic, features, 791 
causes, 791 
clinical manifestations, 791-794 
diagnosis, 794-795 





epidemiology, 791 
in HIV, features, 794 
treatment, 795 
Neurotoxicity tort cases, approach to, med- 
icolegal issues related to, 267-281. 
See also under Neurologic illness. 
Nocturnal seizures, medicolegal issues re- 
lated to, 219 
Non-nucleoside reverse transcriptase inhib- 
itors, CNS penetration of, 894 
Normative error, in brain death diagnosis, 
297-298 
Notification, of lawsuit, 335-337 
Nucleoside analog reverse transcriptase in- 
hibitors, CNS penetration of, 894 


Obturator nerve, anatomy of, 644 

Obturator neuropathies, 644-647 
anatomy related to, 644 
causes, 646 
clinical presentation, 644-645 
differential diagnosis, 645 
electrophysiology of, 645 
management, 646-647 
prognosis, 647 


Pain, acute, to chronic, progression of, 153- 
154 
back, low. See Low back pain. 
biomechanics and, 30-33 
biopsychosocial model of, 151-152 
referred, low back pain caused by, 54-55 
spinal, neurophysiology of, 11-13 
Papulocandin(s), for CNS fungal infections, 
773 
Parameningeal infection, aseptic CSF reac- 
tion caused by, 931 
Paraspinal mapping, for low back pain, 69 
Paraspinal muscles, low back pain caused 
by, 57-58 
Parenchymal CNS disease, 749-752 
Paresis, general, features, 793 
Parkinson’s disease, trauma and, medico- 
legal issues related to, 257-261 
Peer review process, in expert witness testi- 
mony, 366-367 
Periosteum, of spine, 4 
Peripheral stimuli, pain and, 11-12 
Peroneal nerve, anatomy of, 567 
Peroneal neuropathy, 567-591 
anatomy related to, 567 
causes, 570-571 
clinical presentation, 568-570 
clinical problems associated with, 586 
differential diagnosis, 581-584 
electrophysiology of, 571-581 
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management, 584-586 
pathology of, 581 
prognosis, 586 
proximal, 587-588 
signs, 569-570 
symptoms, 568-569 
Photoplethysmography, in disputed tho- 
racic outlet syndrome evaluation, 
491 
Physical capacity testing, for low back 
pain, 136 
Physical deconditioning, measurement of, 
for low back pain, 133-138 
Physical therapy, for low back pain, 75-89. 
See also Low back pain, physical ther- 
apy for. 
Physician defendant, trial testimony by, 
339-342 
Physician immunity, in expert witness tes- 
timony, 367-368 
Plantar neuropathy, lateral, 607-608 
medial, 605-607 
Plexopathy, posterior cord brachial, 519 
Pneumocandin(s), for CNS fungal infec- 
tions, 773 
Polymerase chain reaction, in CNS infec- 
tion, 679-685 
Postbirth observations, cerebral palsy 
caused by, medicolegal issues re- 
lated to, 286-287 
Posterior cord brachial plexopathy, 519 
Posterior facet joints, 3 
Posterior femoral cutaneous nerve, anat- 
omy of, 663-664 
injuries of, 663-664 
anatomy related to, 663-664 
causes, 664 
clinical presentation, 663 
differential diagnosis, 664 
electrophysiology of, 663-664 
management, 664 
Posterior fixation, for low back pain, 125 
Posterior interosseous nerve, anatomy of, 
502-503 
Posterior interosseous nerve syndrome, 
560-561 
Posterior interosseous neuropathies, 511-— 
514, 518 
Posterolateral noninstrumented fusion, for 
low back pain, 124-125 
Posttraumatic headache, medicolegal issues 
related to, 208-209 
Posttraumatic stress disorder, sleep-related, 
medicolegal issues related to, 220 
Prion(s), in CNS infection, 676-678 
Private disability insurance, 174-175 
Pronator teres syndrome, 553-554 
surgery for, complications, 554 
indications, 554 
postoperative care, 554 
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Proximal forearm entrapments, 435-436 
Proximal median neuropathies, 425-445 
anatomy related to, 427-432 
general organization in, 427-429 
motor distribution in, 429-430 
sensory distribution in, 430-432 
causes, 439-440 
clinical syndromes, 432-438 
general considerations, 432-433 
differential diagnosis, 440-441 
electrophysiology of, 438-439 
entrapment by anterior interosseous 
nerve, 436—438 
ligament of Struthers compression, 433- 
435 
NEMG in, 438-439 
prognosis, 443 
proximal forearm entrapments, 435-436 
radiography in, 439 
treatment, 441-443 
Proximal neuropathies, of upper extremity, 
525-548. See also Upper extrem- 
ity(ies), roximal neuropathies of. 
Proximal peroneal neuropathy, 587-588 
Proximal sensory neuropathies, of leg, 655- 
667. See also Leg(s), proximal sensory 
neuropathies of. 
Proximal tibial neuropathy, 597-598 
Pseudoseizure(s), medicolegal issues re- 
lated to, 250 
Psychogenic dissociative states, sleep-re- 
lated, medicolegal issues related to, 
219-220 
Psychological disturbance, and chronic low 
back pain, 157-158 
Psychosocial issues, low back pain—re- 
lated, 149-166. See also Low back 
pain, psychosocial issues related to. 
Pyomyositis, iliacus, femoral neuropathies 
caused by, 639 


Radial nerve, anatomy of, 499-503 
forearm and hand, 502-503 
high arm to spiral groove and spiral 
groove to elbow, 500-502 
neck to axilla, 499-500 
examination of, 503-506 
Radial nerve syndromes, 559-560 
Radial neuropathy, 499-523 
anatomy related to, 499-503 
causes, 517 
clinical conditions presenting similarly 
to, 518-519 
examination, 503-506 
high, 506-511 
at, or distal to, spiral groove, 509-511, 
517 
proximal to spiral groove, 506-509, 
517 


NEMG in, 506 
nerve-conduction studies in, 504-506 
overview of, 517-518 
physical examination in, 503-504 
posterior interosseous neuropathies, 511- 
514, 518 
superficial, 514-516, 518 
anatomy of, 503 
Radial tunnel syndrome, 560-562 
Radiculitis, in Lyme disease, 786 
Radiculopathy, C7 (and C8), 518-519 
Radiography, in classic neurologic thoracic 
outlet syndrome evaluation, 480-481 
in proximal median neuropathy evalua- 
tion, 439 
in traumatic thoracic outlet syndrome 
evaluation, 484-485 
in ulnar neuropathy at elbow evaluation, 
455-456 
in ulnar neuropathy at wrist evaluation, 
472-474 
Record tampering, medicolegal issues re- 
lated to, 374-377 
Recurrent thenar motor branch, 409 
Referred pain, low back pain caused by, 
54-55 
Rehabilitation, for low back pain, 131-147. 
See also Low back pain, rehabilitation 
for. 
Relapsing fever, 795-797 
clinical manifestations, 796 
diagnosis, 796-797 
prognosis, 797 
treatment, 797 
REM sleep behavior disorder, medicolegal 
issues related to, 218-219 
Rheumatoid conditions, low back pain 
caused by, 48-50 
Rickettsia, described, 801 
pathogenic, epidemiologic features, 802- 
803 
Rickettsial diseases, CNS involvement in, 
801-812 
Rickettsioses, clinical characteristics, 804— 
805 
Rocky Mountain spotted fever, 806-809, 
821-822 
clinical findings, 806-809 
clinical presentation, 821-822 
diagnosis, 809, 822 
epidemiology, 806 
microbiology of, 806 
pathogenesis, 821 
treatment, 809, 822 


Sacroiliac joint, low back pain caused by, 
58 
Saphenous nerve, anatomy of, 641 
Saphenous neuropathies, 641-644 
anatomy related to, 641 





causes, 643 
clinical presentation, 641-642 
differential diagnosis, 642 
electrophysiology of, 642 
management, 644 
prognosis, 644 
Sarcoidosis 27-930 
Scalene mus.le block, in disputed thoracic 
outlet syndrome evaluation, 490-491 
Sciatic nerve, anatomy of, 617 
Sciatic neuropathy, 617-631 
anatomy related to, 617 
at hip, 623-626 
or thigh, 626-627 
at thigh, 626 
causes, 623-627 
clinical presentation, 618-620 
differential diagnosis, 621-623 
electrophysiology of, 620-621 
management, 627 
prognosis, 627-628 
signs, 619-620 
symptoms, 618-619 
Sciatica, decompressive spinal surgery for, 
116-117 
spinal manipulation for, literature re- 
view, 98-100 
Scrapie, transmission of, 842-843 
Seizure(s), epileptic, medicolegal issues re- 
lated to, 247-249 
nocturnal, medicolegal issues related to, 
219 
Sentinel headache, medicolegal issues re- 
lated to, 202-204 
SEPs. See Somatosensory-evoked potentials 
(SEPs). 
Serum sickness, 907-909 
Sinusitis, acute sphenoid, medicolegal is- 
sues related to, 201-202 
Sleep apnea, driving and, 225 
Sleep disorders, workers with, employment 
disability considerations for, 226 
Sleep medicine, forensic conditions associ- 
ated with, 217 
medicolegal issues related to, 215-234 
evaluation, 220-223 
automatisms, 220-221 
forensic sleep medicine experts as 
impartial friends of court, 222-223 
role of sleep medicine specialist, 
221-222 
future directions in, 226-227 
neurologic conditions associated with 
violent behaviors, 216-219 
psychiatric conditions, 219-220 
sleepiness-induced disasters, 224-226 
Sleep period, violence arising from, 215- 
216 
Sleep terrors, medicolegal issues related to, 
216-217 
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Sleep-induced disasters, medicolegal issues 
related to, 224-226 
Sleepiness, in workplace, medicolegal is- 
sues related to, 27 
on roadway, medicolegal issues related 
to, 27 
Sleeptalking, medicolegal issues related to, 
219 
Sleepwalking, medicolegal issues related 
to, 216-217 
Social Security disability insurance, 171- 
174 
Somatosensory-evoked potentials (SEPs), 
for low back pain, 69-70 
Spinal cord, involvement in CNS tubercu- 
losis, 752-753 
Spinal cord integration, pain and, 12-13 
Spinal manipulation, described, 91 
for low back pain, 91-111 
acute, and chronic, literature review, 
9O8 
literature review, 93-95 
chronic, literature review, 95-98 
clinical guidelines, 106 
complications, 101 
cost-effectiveness of, 101-103 
efficacy of, 103-104 
future research in, 106 
literature review, 92-100 
provider-type, 103-104 
side effects, 101 
systematic reviews, 104—106 
mechanism of, theories of, 92 
Spinal stenosis, decompressive spinal sur- 
gery for, 117-118 
Spine, anatomy of, 2-5 
as biomechanical organ, 17-20 
basic functional unit of, 18 
biochemistry of, 9-11 
biomechanics of, 5-8 
clinical relevance of, 17-41 
compressive forces of, 6 
immunologic agents effects on, 9-10 
infectious diseases of, 9 
inflammatory agents effects on, 10 
neoplasms of, low back pain caused 
by, 51-52 
neoplastic disease of, 9 
nerve root compression in, 8 
neurochemical agents effects on, 10-11 
neurophysiology of, 11-13 
pathology of, 8-9 
rheumatoid disorders of, 9 
tortional forces of, 6~—7 
vibration of, 7-8 
Spirochetal infection, CNS, 783-800. See 
also specific disease, e.g., Lyme dis- 
ease. 
Lyme disease, 783-790 
neurosyphilis, 790-795 
relapsing fever, 795-797 
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Spondylolisthesis, low back pain caused 
by, 58 
Spondylolysis, low back pain caused by, 58 
St. Louis encephalitis, clinical presentation, 
819 
Steroid(s), for headache, medicolegal issues 
related to, 204-205 
Streptococcus, group B, bacterial meningi- 
tis caused by, 722-724 
Streptococcus agalactiae, bacterial meningitis 
caused by, 722-724 
Streptococcus pneumoniae, bacterial meningi- 
tis caused by, 716-719 
Sulfamethoxazole, CNS penetration of, 892 
Sumatriptan, for headache, cardiovascular 
risks associated with, medicolegal is- 
sues related to, 199-201 
medicolegal issues related to, 199-201 
Suprascapular nerve, anatomy of, 530-531 
injuries of, 530-535 
anatomy related to, 530-531 
causes, 533-534 
clinical presentation, 531-532 
differential diagnosis, 532 
electrophysiology of, 532-533 
management, 534-535 
prognosis, 535 
Sural neuropathy, 612-613 
Syncope, medicolegal issues related to, 
249-250 


Syphilis, cerebrovascular, features, 793 
Systemic lupus erythematosus (SLE), 912- 
915 


clinical features, 913 
diagnosis, 914 
epidemiology, 912 
laboratory features, 913-914 
pathogenesis, 912-913 
pathology of, 912-913 
prognosis, 915 

treatment, 915 


Tabes dorsalis, features, 793 
Tarsal tunnel syndrome, 598-605 
causes, 598-599 
clinical features, 600-601 
diagnosis, 601-602 
electrophysiology of, 602-605 
treatment, 605 
Technical error, in brain death diagnosis, 
298 
Tendon(s), of spine, 4 
Testimony, expert witness, 355-362. See 
also Expert witness testimony. 
Thigh, sciatic neuropathy of, 626 
Thoracic nerve, long. See Long thoracic 
nerve. 


Thoracic outlet syndromes, 477-497 
anatomy related to, 477-483 
classic neurologic, 478-483 
causes, 478 
clinical presentation, 478-480 
differential diagnosis, 481-482 
electrophysiology of, 480 
management, 482 
prognosis, 483 
radiography in, 480-481, 484-485 
classification of, 478 
disputed, 486-494 
causes, 487 
clinical presentation, 488-489 
differential diagnosis, 491-492 
electrophysiology of, 489-490 
management, 492-493 
prognosis, 493-494 
traumatic, 483-486 
causes, 483-484 
clinical presentation, 484 
differential diagnosis, 485 
electrophysiology of, 484 
management, 485 
prognosis, 485-486 
360-degree fusion, for low back pain, 127- 
128 
Thunderclap, medicolegal issues related to, 
202-204 
neurologic imaging for, medicolegal is- 
sues related to, 202-204 
Tibial nerve, anatomy of, 593-597 
entrapment neuropathies of, 593-615 
anatomy related to, 593-597 
calcaneal neuropathy, 608 
interdigital neuropathy, 608-611 
lateral plantar neuropathy, 607-608 
medial plantar neuropathy, 605-607 
medial plantar proper digital nerve 
syndrome, 611-612 
proximal tibial neuropathy, 597-598 
sural neuropathy, 612-613 
tarsal tunnel syndrome, 598-605 
Time-exposure-symptoms line, in neuro- 
logic illness diagnosis, 274-277 
Trauma, decompressive spinal surgery for, 
115 
nonoperative, femoral neuropathies 
caused by, 638 
Trimethoprim, CNS penetration of, 892 
Tuberculoma(s), CNS, 749-752 
Tuberculosis, CNS, 737-759 
spinal cord involvement in, 752-753 
Mycobacterium, pathophysiology, 737- 
739 
Tuberculous menningitis, 739-749. See also 
Meningitis, tuberculous. 
Tumor(s), decompressive spinal surgery 
for, 115 





Ulnar nerve, anatomy of, 447-449, 463-464 
injuries of, 555-558 
Ulnar neuropathy, at elbow, 447-461. See 
also Elbow, ulnar neuropathy at. 
at wrist, 463-476. See also Wrist, ulnar 
neuropathy at. 
Ulnar tunnel syndrome, 559-561 
Unconsciousness, as death, 301-304 
Upper extremity(ies), nerve entrapments 
of, 549-565 
anatomy related to, 549-550 
carpal tunnel syndrome, 550-553 
pronator teres syndrome, 553-554 
proximal neuropathies of, 525-548 
axillary neuropathy, 535-539 
long thoracic nerve injuries, 525-530 
musculocutaneous nerve injuries, 539- 
544 
suprascapular nerve injuries, 530-535 


Vancomycin, CNS penetration of, 892 
Varicella-zoster virus (VZV), 822-824 
clinical presentation, 823 
diagnosis, 823-824 
pathogenesis, 823 
treatment, 824 
Vascular problems, low back pain caused 
by, 52-53 
Vasculitis, 910-921 
Venezuelan equine encephalitis, clinical 
presentation, 820 
Violence, and epilepsy defense, 245-255. 
See also Epilepsy defense, violence and. 
disorders of arousal and, medicolegal is- 
sues related to, 218 
from sleep period, 215-216 
ictal, medicolegal issues related to, 250- 
251 
interictal, medicolegal issues related to, 
250-251 
neurologic conditions associated with, 
216-219 
sleep-related, clinical and laboratory 
evaluation, medicolegal issues re- 
lated to, 223-224 
future directions in, 226-227 
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waking, clinical and laboratory evalua- 
tion, medicolegal issues related to, 
223-224 
Vogt—Koyanagi—Harada syndrome, 917- 
918 


Wartenberg syndrome, 562 
Western eugine encephalitis, clinical pre- 
sentation, 820 
West-Haven Yale Multidimensional Pain 
Inventory, as predictor variable, 
156-157 
Whipple's disease, CSF testing in, 685 
Workers’ compensation, back pain and, 
168-171 
Workplace, sleepiness in, medicolegal is- 
sues related to, 27 
Wrist, ulnar neuropathy at, 463-476 
anatomy related to, 463-464 
causes, 474 
clinical presentation, 465-467 
motor, 466 
distal, 467 
with sparing of hypothenar group, 
466-467 
motor and sensory, 465 
sensory, 465-466 
dorsal ulnar cutaneous sensory study 
in, 467 
electrophysiologic abnormalities in, 
470-472 
electrophysiology of, 467-470 
EMG in, 470-472 
lumbrical-interosseous study in, 469 
management, 474-475 
prognosis, 475 
radiography in, 472-474 
short-segment incremental studies in, 
470 
ulnar motor study to first dorsal inter- 
osseous in, 468-469 
ulnar motor-conduction study in, 
468 
ulnar sensory study in, 467 
Written interrogatories, in lawsuit, 338 





